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THE BROWNING HIGH POWER AUTOMATIC PISTOL 
CALIBRE 9 m/m, 13 CARTRIDGES 



Introduction 

The Great War of 1914-1918 lias definitely 'proved the 
necessity for the adoption of the automatic system for small 
arms. The machine guns which were cautiously used ul 
■he beginning became much more important, until finally 
they were in some instances employed on the battlefield in 
the same way as. the artillery guns. The repealing rifli? 
having proved to be inadequate in many cases, this gave, 
rise to the invention of new weapons such us the Automatic 
Machine Rifle and the Light Machine Gun. Some Powers 
had no automatic pistol in their Armaments, yet as soon as 
circumstances permitted a change, they ceased uning 
revolvers as service weapons. Owing to the lack of a light 
individual automatic weapon, the late belligerents have 
even constructed high power automatic pistols called 
Machine Pistols capable of delivering full automatic lire- 
It may be plainly asserted that in the near future the whole 
small arms equipment will be automatic. 

Since 1919 the Military Staffs in all countries, taking 
advantage of the experience gained during the War, were 
induced to work out specifications the requirements of 
which had to be fulfilled by the various kinds of small 
arms such as : Automatic Machine Gun, Automatic Machine 
Rifle, Self-loading Shoulder Rifle. Automatic Pistol and 
Machine Pistol. It is to be pointed out especially that no 
mention lias been made of revolvers in any one of these 
specifications. This kind of weapon is now obsolete 
because its defects have been unanimously recognized ; the 
utilisation of the available energy is not complete (a portion 
of the powder gas escapes between the barrel and the 
cylinder); in addition to this the weapon is cumbersome, 
alow and difficult to reload. Sustained fire is slower (about 
10 shots per minute, while the automatic pistol can fire 
about 20 shots in the same time); it is also more tiring to 
manipulate and considerably less accurate. 

"What are, at the present time, the conditions which an 
automatic pistol has to fulfil ? 

Its weight most not be above 1 kilog. ; it should be 
compact and not bulky : it must be well shaped In the hand 
and take a great number of cartridges, if possible more 
than 10. Its stopping power must be sufficient to kill a man 
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-,l m in The stopping power being dependent on llic 

t,ml"\\ K - wight «f Tlu! build and I1.c vooaty it a 
*"»Uv "».l..nlU«i (hat ll„. calibre slmuM l« a lea, 

tin- iiillzzh- vrlilrily sinK-rior 10 X r >0 m./s. 

Tlu- pistol slH-.iW invf.-ral.ly Ik- of ll«- l«U«l type » 
.,, ... or.- .-..I ;».v |H.ssil.lc .ln.ifi.-r from tin- ex.sl.a..* of a 
s.il! Uifih pr,-s S ..r, !f ,»ow..,r fi=.» when 11k- bullet leaves Ihc 
liam l »u.l llic Im'i'i'h opens. 

A .wkh.g indicator is fiscally mnuird «... 
,,.^1,1, »» external La,,,......- ; the wea,->.. ««»^.««U1 

L„ vlwn Uu- last cartridge in llu, ni**uiuc ■««» 

Tin- pisl.ll will have to provkfcd will, a positive 
<atci ; casv to ...a..ipulak-. also with a >W>> ^ > * 
S or tW dropping »f Ih« weal*,, must ..ot colisc llic 

discharge »>* the inrtridge. . 
The dUnna-Hing »...) ^.HMing should be s.n,ple 

ami casv witli<»»l aid of tools. ..... . 

At "the r...,u.*l of Uu- KabriqtW National* 
fincrre e famous i»v.-»Uu- J.»lm Brow in* who may be 
dw '. t Fathor .,f Antorna.ic Pistols £1"™* ™J 
reattv l.o who eond-iv,.,! IlK first •"Jj^« c ^ 
Sli.'bk- models, crowned the incomparable scries of lus 

£eaS.s?"o, .oag before his deal.. f t 

nistul holding 13 cartridges, which meets all the "<I™*- 
uwnts of tl'c ...ost severe S iK !C tticalio.»va» may ^ 
"xanltg it* characteristic, given on the following pages. 



General description 

The Browning 9 m/m. High ^^^S^^ 
is a recoil operated weapon Utilizing the energy of recoil . 
to unlock the weapon and open Ihc action, 
to extract and eject the empty cartridge, and 
to rccock the hammer. 
The recoil spring, by reasserting it**, has the follow- 
ing operations to perform: 

to draw the slide forward, 

to fore* Hie slide to push a cartridge into the 

chamber* 
to lock the weapon. 
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The pistol is fed by means of a magazine holding 
13 cartridges in double row ; this magazine is housed in 

the grip. 

The firing mechanism includes an external hammer 
(cocking indicator). The external hammer presents the 
two following advantages: the weapon is perfectly 'safe to 
be curried with tire hammer down on a loaded cartridge:; 
in case of emergency, it is |K>ssiblc to cock the hammer 
with tho thumb of the right hand (this is particularly 
advantageous for the horseman/ for it enables him to cock 
Ids weapon, while holding the reins in the left hand, by a 
rapid movement against his leg or against Hit: saddle); tin- 
further advantage of the external hummer is that it consti- 
tutes the best existing cocking indicator, very visible by <lay 
and tangible in the darkness. 

in order to prevent the action of the hammer on the 
firing pin in case of a wrong movement (slipping) of the 
user when cocking the arm. a half-cock nolch has been 
provided on Ihc hammer, wherein it comes down without 
striking the firing pin. In addition to this, (ho sear and Ihc 
hammer are arranged so as to prevent the discharge of Hie 
weapon should it be dropped. 

A slide stop has been provided, which holds the slide 
al the end of its backward stroke when the last cartridge: 
in the magazine has been fired; this warns the user that 
the magazine is empty and that he has to replace it by a 
fresh one. 

The trigger mechanism has no action upon the firing 
mechanism unless the breech is safely closed. On the 
other hand, the trigger must he released after earn shot so 
as to allow the firing of the nexl cartridge. The full 
automatic fire of the weapon is thus rendered impossible. 

The weapon is provided with a magazine safety which 
prevents firing when the magazine is removed; the charac- 
teristic of this safely device is to prevent the discharge of 
the pistol if the shooter, keeping the trigger depressed, 
inserts a magazine in the handle. — In order to continue 
firing, il is necessary to release the trigger and let it return 
to its forward position, at this moment only the normal 
functioning of the mechanism can once again take place as 

described above. 

The chief characteristics of the Browning High Power 
Automatic Pistol arc : the simplicity of its action, the 
robustness of its components, the reliability of its working. 
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the easy dismantling and reasscmblmg of Us 
wMdi can be performed without the use of tools, jnd LiU 
^manipuIation-The weapon fa ^1 »t 
balanced; it fits the hand accurately, the ™* 
the grip meets the body having been computed so a. to 
have the barrel horizontal when tbc shooter takes the firing 

P ° Bi Tte pistol can be supplied at customer^ request, either 
with ordinary sight notch or with leaf sight graduated up 

10 **£S% order to further improve the efficiency of 
the wfapot the receiver can, if desired, be arranged to 
Slow tSe eVipment of the pistol with a « houdj sty* 
^SSenrtS. which permits the fired from 

the shoulder, and greatly improves its accuracy. 

Description of the Brawai** »-/- 
kigh power Automatic P**** 1 
13 cartridges 

The pistol is composed of 5 principal parts : 

1. The receiver : 

2. The barrel ; 

3. The slide ; 

4. The recoil spring and its guide . 
&. The magazine. 

1. THE RECEIVER (see figure 1) : 

The receiver consists of I . 
thHemi-cvlindrical hollow for the slide ; 
the abutment which stops the backward movement 

of the slide ; 
Die grooves for fixing the slide; 
the cam of the barrel nose riveted; 
the scats for the trigger and its lever; 
the seat of the slide stop; 
the seat for the sear; 
the seat for the sear spring; 
the seat of the safety; 
thP seals for the safety stud; 

seats of the hammer, its strut and its spring; 
the seat for the hammer pin; 
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the hammer spring support; 
I lie Irif3><>r giuird; 

the grip, in which (he magazine is ijiscrlefl, Willi 
the iim^:i/.iiK! ralcli. 

hi I he receiver are fitted Ihr fnllowiiiG porta of (In* 
ccliaiiisin : 

the trigger, whidi is composed of (he trigger ilsrPl 
(25), Ihc sprinri (2*9. I Ik lever (2I1J. Ilif lri«#r pin 
(2?) (iifjttlhcr wilh the fixing pin (28) the nni^aziiie 
nufely (55) and its spring (i>li): 

Hie sear spring (.'{:*■) loving ;il its bust* h fixing sln<! 
which is riveted ; 




Fjgurk 1. 
ftectivtr and its various parts. 
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If* hammer C«i). ils pin fl«. ft™* AW** 
spring <;W), U«- spring support (10) uim! its pm (41). 

tin* ejector (12) : 

the sear anil its pin {34)5 

the slide atop (21) ; „ 
Hi, safetv (tit), which consists of the stud (44), 

tlu- sufMv spri.,* (Hi) and the safety pin <4f>) ; 

the magazine caleh <:«>) with Us spring (M) an*! 

its i*ui*lo (32) * .. /-m 

tin* wooden slocks (17- J8) wrth their screws (49). 

2. THE BARREU consisting (sec figure 2) of: 

the muzzle ; 
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Barrel, closing spring and itt guide. 

the cylindrical body, reinforced at the breech; 

the Locking ribs ; 
the stud; 

the feeding ramp; . 

the nose, in which the guiding slot is controlled by 

the cam in the receiver; 
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the chamber; 

the bore with its rifling. 

3. THE SLIDE (see figure 3), the rear part of which 
acts as a breech, consists of : *• - 




Slide with rear sight and its parts. 

the recess for the barrel end; 
the seat of the recoil sjwing (the rear face of this 
stat serves as a recoil abutment); 

the ccnlral hollow; 

the lateral hollow for facilitating the removal of 
the slide stop; 

the locking grooves; 

the seals for the scar lever; 

the ejection opening; 

the tioleh of the slide stop; 

the nolch for the safety to stop tin: slide forward; 
the notch in the rear part for the working of I Ik? 

safety; 
the slide ribs. 
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THE PART OF THE SLIDE FORMING THE BREECH 
contains the following parts ; 
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as 
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Fici'i't I. 
Magazine and its parts. 

the stud, screwed (4); 
the extractor (21); 

the firing pin (18) and lis spring (1*0; 
the firing pin fixing plate (22) ; 
the sear lever pin (23). 

THE SLIDE WITHOUT ADJUSTABLE REAR SIGHT 
is composed of ; 

the slide (3); , . « , • « 

the slide ring (3), set in and riveted by the front 

sight (*>); 
the sierht noteh (7) . 

THE SUDE WITH ADJUSTABLE REAK SIGHT has 
at its hack pari a slot for (lie sight leaf- 
In this ease, the sight notch (7) and the front sight (6) 
are replaced by the following parts : 

a rear sight, of one piece with the slide; 
a removable front sight (6a); 

a sight leaf (8); 

a slide ring fixing pin ('.)) ; 
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a rear sight slider (Ma) ; 
a HKder boJt (lib); 

a slider spring (lie); 
a rear «jghl spring (12). 

4. THE CLONING .SI'MNft (sec figure 2). ' 

This is a cylindrical spring (17) with » guide, .the hemi 
of which Ufils into IIk barrel imse, in which it is maintained 
by (he slide stop pin. 

The recoil spring fpiide is ermijKJseci of tin following 
parts : 

II m> guide (13); 

I he guide cap (H); 

II ir hall (l. r >); 

II K' spring (Hi). 

5. THE MAGAZINE (uu figure 4). 

'Hie magaziue ronsisls of a steed pJalc box, foriiiin«i 
Ihc body of the magazine (">0), with a slop notch in which 
Ihe nose of the raleh engu«es. Il is provided with two j'iukv 
ribs, lo ensure Ihe arrival of the first cartridge in tin: diame- 
tral plane of the weapon. II is slightly bent up at the lower 
pari lo permit the filling of the muguxinc bottom (51), 
which is held in place by a Hal spring. In addition lo Ibis, 
its two lateral faces are provided wilh ribs to guide Ihe 
magazine follower spring. 

The magazine contains : 

the spiral spring (53) of the magazine follower; 
the magazine follower (52), made of aluminium 
of adequate section. 

The magazine can hold 13 cartridges arranged in two 
rows. 
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Direction-* lor partial dittmanllino; 
and r« k M*«rmblin{| Ihi* Bniwninfl *•>"',„ 
hii|l> power AulwmuMc iMsiol 

DISMANTLING 

Hold I lie- pistol in I lie riglri hsiiul (sw fiftim- •">> : 




Kiev nt 5. 
Removing the magazine. 



1. Remove the magazine by pressing the magazine catch. 

2. Draw sli<3e back and lock it in this position by pushing 

up thumb safety (See figure 6). 
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KlGIlliE fi. 
Removing the slide stop. 



3. Brin.g up the slide stop, then release it from its seaE by 
pressing against its pin which juts out from the right- 
hand face of the slide ; draw out the slop. ($e; m 
figure 6). 




Fk-UH-: 7. 
Removing the sHde. 
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4. Release Ihe slide by lowering thumb safely, taking caro 

during this operation to hold back the slide with (lie 
left hand; remove the slide forward from the receiver. 
(See figure 7). 

5. Place the front end of slide in the left hand ; with the 

right hand take the head of ihe recoil spring guide* 
press, the spring so as to release Ihe head of recoil 
spring guide from the barrel, and remove recoil spring 
and its guide. (Sec figure 8). 

_ ■ 




Kn.ir.nE K 
Removing the ctosiag spring. 



C. Remove the barrel. 

The figure 9 gives a view of the partially dismantled 
pistol. 

REASSEMBLING 

1. Replace the barrel in the slide. 

2. Replace recoil spring and its guide in the slide, 
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3. Replace slide on the receiver and draw it back to full 

extent j hold it in this position by means of Hmnib 
safety. 

4. Replace slide stop in the receiver. 

5. Lower thumb safely; (Ins releases the slide which is 

forced forward by the recoil spring. 
B. Replace the magazine. 
7. Lower the hammer. 

Complete diamantiag and reassembling 

of the Pistol 

DISMANTLING 
The foregoing partial dismantling being performed : 

To dismantle the slide : 

7. Remove the firing pin fixing plate by pushing rear end 
of the firing pin inward by means of the slide stop 




Pu.hr it 9. 
Pistol dismantled in main parts 
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pin ; remove fixing plate from ils seal in the slide ; 
this will release the firing pin and its spring. 

8. Remove l he extractor rearward by pushing on its front 
end with the firing pin. 

0. Remove soar lever pin, using firing pin. This will release 
the war lever. 

To dismantle the receiver: 

10. I.et hammer go forward: for this purpose release llic 

retaining nose of the hammer by pressing with the 
finger on Ihe front part of the sear, mid at the same 
time keeping control with (he thumb of the right hand 
on Ihe luimmcr. 

11. Push out sear pin by means of firing pin ; remove llic 

scar. 

12. Turn ejector downward; press on safety lock pin and 

remove safety lock; this will release the ejector, Ihe 
hammer, its spring and its strut, and the sear spring. 

13. Ptess half-way the magazine catch with the forefinger 

of the left band and, using the sear lever as a screw 
driver, give Ihe spring guide of the magazine catch a 
quarter of a turn to the left- The magazine calch 
will then be released. 

14. Remove stocks. 

REASSEMBLING 

8. Replace magazine catch and hold it half-way with fore- 

finger pf left hand so as to permit the catch spring 
guide to be turned 1/4 turn lo the right, using sear 
lever as a screw-driver. 

9. Replace sear spring in its seat, insert hammer strut arid 
. apring between sear spring and receiver, taking care 

lo engage hammer strut in the groove provided in the 
handle. 

10. Replace ejector, turned downward, introduce safety 

lock pin in its seat and in the hole of the hammer pin, 
and push safety lock home. Put the ejector agaiu in 
its normal position. 

11. Replace sear and sear pin by pressing on sear spring; 

through the housing of handle. 

12. Replace sear lever and sear lever pin. 

13. Replace extractor in its seat 
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14. Replace firing pin and firing pin spring ; by means of 

slide stop pin depress fully firing pin and insert firing 
pin fixing plate in its scat. 

15. Cock the hammer. ) , 

16. Replace the stocks and continue with the partial assem- 

bling. 



To oJonnuaotle aod reasonable Use anstaawlkie 

DISMANTLING 

1. Remove magazine bottom after having disengaged the 

flat spring by pressing it on a solid surface. 

2. Remove magazine spring* and follower. 

REASSEMBLING 

1. Replace magazine spring and follower in magazine, 

2. With the right hand, replace magazine bottom, pressing 

at the same time magazine spring in the magazine by 
means of the thumb of the left hand. 



Direction's for opcroliog Use Pistol 

Removing magazine. — Hold pistol in right hand, 
depress magazine catch with thumb of right hand and 
remove magazine. (Sec figure 5.) 

Filling magazine. — Hold magazine in left band. Grasp 
a cartridge in right hand, the base turned upwards, insert it 
betweep the lips of magazine by pressing down follower 
(the base being turned to the flat edge of the magazine). 
Repeat this until the 13 cartridges are inserted. 
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Hold pistol ill the same position as described above for 
removing the magazine ; insert magazine in the handle tod 
drive it fully home. (See figure 10.) 




PiuL-iib 10. 
inserting the magazine. 



Cocking (he pistol. — Hold pistol in right hand with 
forefinger clear of the trigger and outside the trigger guard. 
Orasp slide by its checkered part between thumb and fore- 
finger of left hand. Draw hack the slide to full extent, thus 
cockiog Hie hammer. (See figure 11.) 
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Finns!: ]]. 



Cocking, 

Let slide fly forward sharply, while the boll pushes a 
cartridge into the chamber. 

Remark. - If the magazine is empty when cocking llie 
weapon as described above, the slide will be held back by 
its stop a< the end of its stroke, as is the case when firim? 
the last cartridge. To bring the slide again forward, push 
slide stop downward by means of its checkered part. 



Firing 

Hold the pistol firmly and pull the tri^er. 

Whenever the trigger is pulled, a shot is fired. When 
all the cartridges have been fired and the magazine Is 
empty, the mechanism remains open under the action of the 
slide stop : the front end of the magazine follower acts on 
the slide stop by pressing on the internal face of its stud 
when the magazine is empty. 

To continue the firing, remove the empty magazine ami 
replace it by a loaded one. With the thumb of Ihc rigid 
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hand, press on the grooved pert of the slide atop and push 
it downwd; the atitfe wUl resume its place and will bring 
a cartridge into the barrel The weapon is again ready for 

mag. 

As may be wen, the time necessary lo recocic the 
weapon h much reduced. 

Mttfcanfe* Ifct FfatoL — To withdraw the cartridge 
remuoiog in the chamber, after the mazarine has been 

removed, grasp the pistol with the left hand, the forefinger 
outside the trigger guard. Grasp the abde with the right 

hand so that the hollow: of the hand is placed before the 
ejection opening Draw back the sBde, the cartridge will be 
ejected and caught in the hand. 

fn order to avoid any accident, we recommend to carry 
oat this movement before any manipulation of the weapon. 
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4at«uUc Mala* - AS cairtrMaten 

IV working bakes place as f oDows : 

FcJIowing the discharge of the cartridge, the pressure 
of the powder gas, while driving (be bullet forward, forces 
the sHde rearward by acting upon the bottom of the empty 
caae The barrel being locked to the shde by its ribs, which 
en**** with grooves provided in the slide, is carried back 
witt the slide- toe sear lever is disconnected from the 
trigger lever. 

The backward movement of the barrel causes the lower 
part of the notch of the barrel nose to come in Contact with 
the cam provided in the receiver. This draws the rear end 
£ J*™ 1 < * own * Engaging the ribs of barrel from the 

iockmg recesses in the slide; the action is thus unlocked. 
The shoe continues to the rear and cocks the hammer. 

The empty shell, drawn back by the extractor claw, meet* 
the ejector, which throws it out through the ejection 
opening. 

The backward movement of the slide is stopped when 

the ancle atop encounter* the stop of the receiver. 

The recoil spring then reasserts itself and forces the 
attde forward, so that it poshes the next cartridge from 
the magazine into the chamber. The barrel is pushed 
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forward by this brooch, and returns lo Ha? firing position, 
■Is ribs mice again engaging into the groove* of the slide 
under (be action of the cam provided in the receiver on I he 
upper port «f the notch «f ttie barrel nose, flic barrel is 
thus again Socked to the slide. 

rolling once again the Irigpjcr forces tlic trigger lever 
upward; Ibis lever rotates the scar lever, which acts upon 
the scar arm, and tile sear being forced to swivel releases 
the hammer, which falls under tlw influence of Sis spring, 
and strikes the firing pin which fires the cartridge. 

All lliesc operations can be repealed long as there 
arc cartridges in the magazine. When the magazine is 
empty, the magazine follower lifts the slide stop, which 
holds (he slide at the rear : litis warns the shooter that the 
magazine is empty. 

To resume firing, replace the empty magazine by a 
loaded one. If, at that moment, the shooter lowers the 
Slide stop by acting upon its grooved part, this movement 
releases the slide. Under the action of the recoil spring, 
the slide is drawn forward, and this movement brings a 
cartridge into the chamber and locks the weapon, which 
is again ready for firing. 

If, for some reason, the barrel is not fully locked, the 
trigger lever cannot act upon the sear lever, which remains 
at the rear, and the weapon cannot be fired. 

If, the pistol being loaded, one wants to stop shooting, 
raise the thumb safety (See figure 12); the projection on 
the lower side of thumb safety fits at the rear of the sear, 
and locking it, prevents the release of the hammer. 

The pistol is provided with a magazine safety which 
makes firing impossible when the magazine is not pushed 
home. The magazine being withdrawn, the magazine safety 
gets out under the action of its spring and swings forward 
the trigger lever which, in that position, is no more under 
the scar. The action of the finger on the trigger is conse- 
quently without effect. 

When the magazine- is in the handle, it presses on the 
magazine safety, and this swings backward the trigger 
lever and places it under the sear. . The action of the finger 
on the trigger can then be transmitted to the sear. 

If, inadvertently, the trigger was pulled during the 
^introduction of the magazine, the trigger lever would be 
in its upper position in front of the sear. The pressure 




Fir.vnr 12. 
Patting at safe. 

^..| a H^i?r y b -° secn 'J ,,is ( >'P* of magazine safety i s parfi- 
cuJarh *ff,canotis mid makes any a oi<lcnl impossible who > 

•ind cocked whilst the shorter would not know it. 

«f e .if iS I 01 ca,,no * firc m »« "'an one cartridge for each 

PhS S b S8Cr *u ' J " St aflcr t,,c I*« has beer, fired 
he shooter keeps the trigger pulled, which Maintains the 

M Ve n"' fhe ™^ P^itio^ this fever is forced 
forward by lite sear lever when the slide returns orwarT- 
in Urn way. the tngger lever has n y action eilhrr up™me 
sear lever or upon the sear, and thus the hammer ^ 

released «„s permits the trigger lever, under Ihc SLice 
of the tngger spring, to fit under the end of the sear ever 
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Holster storlt 

(See figiire 16.) 

In order to permit firing with more accuracy at grea! 
distant, it is possible, on application, to provide for this 
pistol a lwlslcr fixed to a board which bein« fitted to Hie 
handle off the pistol, permits the weapon to be fired from 
the slimildcr. 



4 




Vi'irf-.T. i\ 

Firing posSli'.n with pistol on twthier stfjfik. 



This holster stock lias at its front end a rib which 
engages in a corresponding groove in the handle of til:: 
pistol. -Tliis ril> being pushed home, it small holt ensures 
the connection between the pistol and the. hoard. 

To takt: off the hoard, it will suffice to operate the bolt 
and slip the extremity of the board fastening out of the 
groove of the receiver. 

The holster stock which has a graceful appearance, 
not cumbersome; is of a practical model and easy to carry 
on the belt or on the saddle of the horseman. 

It is generally intended only for ttic pistol with roar 
sight. 
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When placing the order, it should however be mention- 
ed whether this part is required; as a rule same is delivered 
with the pistol. 



Care and preservation 

As soon as possible after firing, the inside of the barrel 
should be cleaned and oiled. The other parts of the weapon 
need little care; It will suffice to wipe them with a rag or 
a brush and to oil the friction points from time to time. 

For oiling the arm, use nothing but thin oil (special 

oil for arms and for sewing machines), Thick oil must be 
absolutely avoided. 



Grntrul data 

PISTOL 

Calibre g nyn,. 

Overall length 197 m/m. 

Length of barrel 118 m/m. 

Length of rifled part 100 m/m. 

Height of pistol (without sigh I, with ma- 

gaziae) 127,5 m/m. 

Width of pistol (with slocks) 315 m/m. 

Width of pisto! (without stocks) .... 25,5 m/m. 

Number of grooves Q 

Direction of twist to the right 

Tw *st 250 mm. 

Weight of pistol (with empty magazine). 900 grs. 
Weight of pistol (magazine loaded with 

13 cartridges) 1000 grs. 

Capacity of magazine 13 cartridges. 

CARTKUXiE 

Length of cartridge 29.2 m m. 

Weight of cartridge 12,10 grs 

Length of bullet (round nosed and steel 

jacketed) 15.25 mm. 

Weight of bullet g grs 

Sectional density _ 12,6 grs /cm 1 

Weight of smokeless powder charge. . . 0,40 grs 
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LLIST1CS 

Mu«te velocity ™ ^ 

V- 1*50 W0 rn/s- 

Muzzle energy . • ; • • *» W"* 

Highest prcaaure. .... inferior to 2^00 fcg/cni- 



Te«tt for accuracy with rest at 15, 30 ami 50 metres 

resulta were obtained : 

Shooting on rest at 15 metres 

«p + *r = ™ »■ 

Shooting, on rest at 30 metres 

»r % w r = ssv 

Shooting on rest at 50 metres 



Penetration 

The penetration iu dry deal board at 15 metre, k 16© m/m. 



• m s t . t no W <* torn* *iim°>™ v f w ^«"» DJ " '"" f " " ,<? - kl 





Kji:i:i!i; ] I 



I.rH *M, 3 mm. Hr< tmiili3 hi < fh f ,„ wcr lftt(otmfiv phM mh ^ 



fllE BIIOWNINO HIOII POWER AUTOMATIC PISTOL 
List ol 



N U,f OBSIGNATION 
pari 



immi it mt* 



1! 



1 Receiver ... - 

la Cam (riveted to 1) 

2 Barrel 

3 Slide 

3a Slide -with rear sight 

4 Slide stud (forms part of 3 or 3a) 

5 Slide ring (forms part of 3 or 3a) 
« Front sight (forms part of 3)- . 
Ga Front sight 

7 Sight notch 

8 Sight leaf 

9 Slide ring fixing pin 

11a Rear sight slider 

lib Slider bolt 

11c Slider spring . -- 

12 Rear sight spring 

13 Closing spring guide . . . • * 

14 Closiug spring guide cap. . . ~ 

15 Ball ; ■ " 

16 Guide spring of closing spring. - 

17 Closing spring 

18 Firing pin . 

19 Firing pin spring 

20 Firing pin fixing plate . . . . 

21 Extractor 

22 Sear lever 

23 Sear lever pin * ■ 

24 Slide stop 

25 Trigger 

26 Trigger lever 

27 Trigger pin 

28 Trigger and magazine safely p>«- 



1 
1 
1 
1 



1 
1 
1 
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'IV 


,11 1 


i J * S 1 I ' 1 1 1 h / 1 ■ 1 h ■ 1 fir 

.•i.if>.i/.iiio cm cn 


'11 
•>J 


Mik|*HKiii« catch spring . . . . 


'V) 


1 1 *1 1 Il\ f" lllil ,in lull ■ ■ b i i ■ ~ w ~ 1 

.ii.iK.i/inc eaten spring guide . . 


.1.1 





■11 










spring wlitlon (riwlcd to 35) 


'Ui 


J I ii i ii hi ,i _ 


• >< 








"Ha 

All 


II • 




Hammer spring support . . . . 


• * 
-11 


■ I ... m . 


r* 


fc* td.il..— 


J'l 


1 1 1 1 k \ W \ C i~*m W r I 1 •( 






45 




It? 

4fi 


r . . . 


-IT 


Uij-rKt 1,,-J 


JO 


T „fi I.„..J _» >_ 


-ill 


T 1 " f\ ■ i _ — iji m 


DU 


\1 A It - J 


.11 


^ f n nn it ■ n .. L_ll 




*_n_. 


5a 




55 




56 


Magazine safety spring . . . . 



Number of detachable parte 

for the soldier . . 7 7 

for the gunsmith . . 52 47 

Total number of part*. ... 56 52 
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HOLSTER STOCK 
(for pistol with adjustable rear sight) 

102 Bolt 1 * " 

103 Bolt pin 1 

104 Bolt spring head 1 

105 Unit spring ■. * ■ 

I (Mi Bolt spring hush 1 

107 Assembling screw 1 

KIR Connecting husli 1 

2(11 Fastening 1 

209 Stock 1 

225 Short rivet rffixos 20» lo 229). . 2 

23A L«ng rivi'l (fixes 2119 lo 229). 1 

227 Wasluir <fixi:s 209 to 229). 3 

228 Closing knob (for 220) .... I 

229 Holster (fixed lo 2(10) ... 1 

2:50 King plalc 1 

2H1 Sns|M-nsk»n ring (ri veted to 2:>0j , 1 

2; 12 Wood srrtw . - ■ * 



Browning 9 m | m High Power Automatic Pistol 

13 Cartridges 




Fmbm 17. 

Sectional »tt» of tht jttttot with tight, the 



